BETTER  LIGHT  BETTER  SIGHT 


RADIANT  LIGHTING  FIXTURE,  CO., 
95  MORTON  STREET 
NEW  YORK  CITY 
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RADIANT/\pr  101939 


Is  The  Word  For  Lighting  Fitments 

Electrical  illumination  is  taken  for  granted  in  our 
present  day  world — yet  it  is  strictly  a  20th  century  product. 
And  despite  its  rapid  development,  only  in  recent  years 
has  its  possibilities  for  home  decoration  been  appreciated. 

It  is  axiomatic  today  that  a  comfortable,  interesting 
home  is  impossible  without  good  lighting.  The  beauty  of 
furnishings,  the  rich  colorings  of  drapes  and  rugs  so  pains¬ 
takingly  selected,  are  all  rendered  flat  and  lifeless  without 
the  vitalizing  effect  of  proper  illumination. 

The  function  of  the  Lighting  Fixture  as  a  light  source 
attracts  the  eye  and  thus  gives  the  fixture  outstanding 
prominence  in  the  decorative  scheme.  It  follows  that  no 
expenditure  on  your  home  will  bring  so  much  return  in 
comfort  and  decoration  as  a  proper  selection  of  Lighting 
Fixtures. 

The  pages  which  follow  give  concrete  expression  to 
the  "Radiant"  precepts  that  the  Lighting  Fixture  can  be 
beautiful  as  well  as  useful,  and  that  these  elements  can 
be  built  into  products  meant  for  the  conservative  budget. 
Fine  proportions,  sturdy  construction  and  beautiful  lasting 
finishes,  make  these  Radiants  perfect  complements  to  the 
present  day  home. 
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Their  cost  is  low — their  value  high. 
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No.  2148 

Length  36",  Width  16" 
Wired  Keyless 


No.  2146 

Length  42",  Width  18" 
Wired  Keyless 


WELCOME 


No.  2147 

Back  5V2  X  41/4,  Ext.  7" 
Wired  Pin  Switch 


Glassware  Shown  is  Ivory  With  Clear  Crystal  Top 
Finish — Colonial  Brass  or  Pewter  and  Gold  or  Federal  Bronze 


No.  2149 

Length  11",  Width  TVz" 
Wired  Keyless 
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No.  C-2141 

.ength  I4V2”,  Width  18 
Wired  Keyless 


No.  2140 

Back  8"  X  41/2",  Ext.  7 
Wired  Pin  Switch 


HONEYMOON 


No.  2142 

Length  36",  Width  16" 
Wired  Keyless 
No.  C-2 142— Length  14" 


No.  2141 

Length  42",  Width  18" 
Wired  3 -Way  Switch 


No.  2139 

Length  11",  Width  8V2" 
Wired  Keyless 


Glassware  Shown  Ivory 
Finish — Pewter  and  Gold  or  Federal  Bronze 
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No.  2184 

Length  15",  Width  8 1/2" 
Wired  Keyless 

No.  2202 — Same  Size — No  Crystals 


No.  2185 

Back  51/2"  X  4",  Ext.  6" 
Wired  Pin  Switch 


Hand  Cut  Design  on  Crystal  Frosted  Glass  With  Cut  and  Polished  Crystal  Trim 


Finish — Coloninl  Brass  or  Pewter 
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No.  2162 

Length  42",  Width  17" 
Wired  Keyless 


GEORGIAN 


No.  2161 

Length  42",  Width  17' 
Wired  Keyless 


COLONIAL 


No.  21501/2 

Length  42",  Width  17" 
Wired  Keyless 

No.  2150 — Made  With  Candles 


No.  21591/2 
Length  36",  Width 
Wired  Keyless 
No.  2159— Made  With 


Candles 


No.  2150*4—5  Lt.— Glass 
No.  2150— Candle 


1 
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No.  21511/2 

Back  5>/2"  X  4",  Ext.  6" 
Wired  Pin  Switch 
No.  2151 — Made  With  Candies 


No.  2160 

Length  42",  Width  17" 
Wired  Keyless 
Hand  Polished  Crystal  Trim 


Lighting  Glassware  Shown  Crystal  Frosted  With  Clear  Cut  Design 
Finish — Colonial  Brass  or  Pewter 
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No.  21541/2 

Back  6 1/2"  X  43/4",  Ext.  by/ 
Wired  Pin  Switch 


No.  21551/2 

Length  36",  Width  16" 
Wired  Keyless 


Lighting  Glassware  Shown  Crystal  Frosted  With  Clear  Cut  Design 
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BUDGET 


Finish — Colonial  Brass  or  Pewter 


No.  21531/2 

Length  42",  Width  18" 
Wired  Keyless 


No.  1996 

Length  6",  Width  I2V2" 
Wired  Keyless 


COLONIAL 


No.  2153 

Length  42",  Width  18 
Wired  Keyless 


No.  2154 

Back  6V2’’  X  43/4",  Ext.  5 
Wired  Pin  Switch 
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No.  2155 

Length  36",  Width  16" 
Wired  Keyless 


No.  1954 

Back  41/2"  X  4'/^",  Ext.  5}//' 
Wired  Pin  Switch 


Candle  Shades  Shown  Are  Available  at  Extra  List  Cost  of  36  Cents  Each 
Finish — Colonial  Brass  or  Petvter 
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Na  2X61—1  Lt. 


No.  2167— Length  8",  Width  12" 

Wired  Keyless 

Crystal  Crackled  Frosted  Glass 

Finish — Colonial  Brass  and  Pewter  Shade 
or  Stained  English  and  Red  Shade 


No.  2164— Length  36",  Width  12" 
Wired  Keyless 

Crystal  Crackled  Frosted  Glass 

Finish — Colonial  Brass  and  Red  Shade 
or  Stained  English  and  Green  Shade 
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DINING  ROOM -DINETTE 


No.  2163— Length  42",  Width  16" 
Wired  Keyless 
Mellowtone  Glass 

Finish — Colonial  Brass  and  Pewter  Shade 
or  Stained  English  and  Red  Shade 


No.  2165— Length  8",  Width  8" 
Wired  Keyless 

Crystal  Crackled  Frosted  Glass 
Finish — Colonial  Brass  or  Petvter 
or  Federal  Bronze 

No.  2186— Length  36",  Width  llt/2" 
Wired  Keyless 
Ivoglo  Glass 

Finish — Ivory  and  Gold  or  Pewter  and  Gold 


No.  2165—1  Lt. 


f>.'L - 


No.  2164—1  Lt, 


No.  2186—1  Lt. 


:REATI0N  room-hall,  Etc 


No.  2168 — Length  11",  Width  6V2" 
Wired  Keyless 

Finish — Bronze  and  Colonial  Brass 
or  Colonial  Brass  and  Black 


No.  998  -Length  4^'"-  Width  9" 
Wired  Keyless 

Finish — Chromium  or  Colonial 
Br(Lss  or  Beicter  or  Gold 


No.  2189— Length  12",  Width  9" 
Wired  Keyless 
Crystal  Clear  Glass 

Finish — Colonial  Brass  or  Federal  Bronze 


No.  993— Length  AV2".  Width  by/’ 
Wired  Keyless 
No.  993-P— Wired  Pull 
Finish — Colonial  Brass  or  Pewter 
and  Gold  or  Federal  Bronze 
or  Ivory  and  Gold 


No.  2166 — Length  8”,  Width  121/2” 
Wired  Keyless 

Crystal  Frosted  Crackled  Glass 
Finish — Colonial  Brass  or  Pewter 
and  Gold  or  Federal  Bronze 


No.  2188— Length  32",  Width  15" 

Wired  Keyless 
Ivoglo  Glass 

FinLsh — Ivory  and  Gold  or  Pewter  and  Gold 


No.  2179— Length  8",  Width  7'//’ 
Wired  Keyless 
Crystal  Frosted  Glass 
Finish — Bronze  and  Colonial  Brass 
or  Colonial  Brass  and  Black 
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SUNSHINE 


No.  2203 

Length  15",  Width  15" 
Wired  Keyless 
Ivoglo  Glass 

Finish — Pewter  and  Gold 
or  Ivory  and  Gold 


Length  42",  Width  20" 

Wired  3-Way  Switch 
Ivory  Glass 

Finish — Colonial  Brass  or  Federal 
Bronze  or  Pewter  and  Gold 


No.  2204— Length  36",  Width  17" 

No.  2206 

Back  51/2"  X  4V4",  Extension  6" 
Wired  Pin  Switch 
Ivory  Glass 

Finish — Colonial  Brass  or  Federal 
Bronze  or  Pewter  and  Gold 


No.  2207 

Length  12",  Width  8" 

Wired  Keyless 

Finish — Colonial  Brass  or  Federal  Bronze 
or  Pewter  and  Gold 
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No.  10007 

Length  36",  Lantern  9"  x  5  Vi 
Wired  Keyless 


No.  927 

36",  Lantern  7"  x  10 
Wired  Keyless 


HALL  &  STAIR  LANDING 


No.  1913—1  Lt. 

No.  1914 — Made  on  Chain 


No.  10007—1  Lt, 


t 

1 

iK 

.A 

?  a 

^r>  1 

. 

No.  1913 


No.  2200 

Length  4 Vi",  Width  5" 
Wired  Keyless 
No.  2200-P— Wired  Pull 


Length  13",  Width  8  Vi" 
Wired  Keyless 
No.  1914— Length  36" 

No.  1959 

Length  11",  Width  6 Vi" 
Wired  Keyless 


No.  2201 

Length  4>/2",  Width  iVi" 
Wired  Keyless 
No.  2201-P — Wired  Pull 


Lighting  Glassware  Shown  Crystal  Frosted  With  Clear  Cut  Design 

Finish — Colonial  Brass  or  Pewter  or  Antique  Brass 
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No.  2187 

Length  10",  Width  11 '/a" 

Wired  Keyless 
Ivoglo  Glass 

Finish — Ivory  and  Gold  or  Pewter  and  Gold 

No.  1918 

Length  11",  Width  10 '/a" 
Wired  Keyless 

Glass  Furnished  in  Ivory  or  Rose 
or  Crystal  Colors 
Finish — Ivory 


BEDROOM  -  PLAY  ROOM 


No.  2145 

Length  10 '/a".  Width  12^’" 
Wired  Keyless 
Mellowtone  Glass 
Finish — Ivory  and  Gold 

No.  2199 

Length  8",  Width  llVa" 
Wired  Keyless 
Mellowtone  Glass 
F  inish — Ivory 


No.  2190 

Length  O^/a",  Width  11^" 
Wired  Keyless 
Ivoglo  Glass 
Finish — Ivory  and  Gold 


No.  1916 

Length  11",  Width  10 '/a" 
Wired  Keyless 

Glass  Furnished  in  Ivory  or  Rose 
or  Crystal  Colors 
Finish — Ivory 
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No.  802 

Length  6",  Width  9*/2" 

Wired  Keyless 
8"  Cut  Glass  Dish 
Finish — Colonial  Brass  or  Pewter 
or  Antique  Brass 

No.  14042 

Length  6",  Width  10" 

Wired  Keyless 

Finish — Colonial  Brass  or  Pewter 
or  Ivory  and  Gold 


BEDROOM- ALCOVE 


No.  2123 

Length  6",  Width  9" 

Wired  Keyless 

Finish — Colonial  Brass  or  Pewter 
or  Antique  Brass 

No.  14043 

Length  6",  Width  12" 

Wired  Keyless 

Finish — Colonial  Brass  or  Pewter 
or  Ivory  and  Gold 


No.  2124 

Length  5 Vi",  Width  6'//' 
Wired  Keyless 

Finish — Colonial  Brass  or  Pewter 
or  Antique  Brass 


No.  14049 

Length  6",  Width  12" 

Wired  Keyless 

Finish — Colonial  Brass  or  Pewter 
or  Ivory  and  Gold 


Glassware  Shown  Crystal  Frosted  With  Clear  Cut  Design 


PAGE  13 


No.  2192^Length  10>/2",  Width  8^" 
Wired  Keyless 

White  Enameled  and  Clear  Crystal  Glass 
No.  2192-P— Wired  Pull 


CHROME-LITE 


No.  2000 — Length  4",  Width  6 ’/a' 
Wired  Keyless 
Opal  Glass 


No.  2180— Back  41/2"  x  414",  Ext.  5" 
Wired  Switch 
Opal  Glass 

No.  2195— Length  5",  Width  5I/2" 
Wired  Keyless 
No.  2195-P— Wired  Pull 


No.  801—2  Lt.— Length  6",  Width  SV/' 
Wired  Keyless 
Opal  Glass 

No.  281—2  Lt.  Length  6",  Width  11 1/2" 


No.  2181-C— Back  5"  x  314",  Ext.  71/2" 
Oval  Opal  Glass  Shade 
Wired  Pull  Switch  and  Con.  Outlet 
No.  2181 — Wired  Pull  Switch 


No.  798 

Back  4"  X  4",  Ext.  31/2" 
Wired  Switch 

No.  268— Length  7",  Width  5" 
Wired  Keyless 
White  Enameled  and 
Clear  Crystal  Glass 
No.  268-P— Wired  Pull 


No.  2000-P — Wired  Pull 
No.  2128— Length  6",  Width  9" 

No.  2130— Length  Width  51 

Wired  Keyless 
No.  2130-P— Wired  Pull 


Finish — Chromium 
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o.  2198— Length  8",  Width  IV2 
Wired  Keyless 
Opal  Glass 

No.  2198-P— Wired  Pull 


No.  2194-C— Back  4V2"  x  4^",  Ext.  7^ 
Wired  Pull  and  Convenience  Outlet 
Opal  Glass 

No.  2194— Wired  Pull 


CHROME-LITE 
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No.  2197-C— Back  4"  x  61/2",  Ext.  5" 
Wired  Pull  and  Con.  Outlet 
Opal  Glass 

No.  2197— Wired  Pull 


No.  2193 — Length  8",  Width  8J4"  Wired  Keyless 
No.  2193-P — Wired  Pull — Glassvrare  Opal 

No.  216—12"  Lamp— Length  14",  Back  41/2"  x  4^" 
Wired  Keyless — with  Adjustable  Reflector 
No.  S-216 — Wired  Pull  Switch 


!  245— 12"  Lamp  -Length  15>/2",  Width  V/2" 
Wired  Switch  and  Con.  Outlet 
245-K — Wired  Keyless  and  Con.  Outlet 

I 


No.  237—12"  Lamp— Length  I3V2".  Width  <!'<■" 
V/ired  Keyless 
No.  S-237 — V/ired  Pull  Switch 

Finish — Chromium 


No.  2196-C— Back  4"  x  6V2",  Ext.  3J^" 

■  Wired  Pull  and  Con.  Outlet 
No.  2196 — Wired  Pull 

No.  238 — 12"  Lamp 

Length  13 1/2  ,  Width  2/^",  Wired  Switch 
No.  238-K  -  -Wired  Keyless 
No  241—18"  Lamp,  Length  191/2" 
Wired  Switch 
No.  241-K — Wired  Keyless 
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No.  2191 

Length  8",  Width  6" 
Wired  Keyless 
White  Crackled  Frosted 
Glass  With  Black  Lines 


No.  2169 

Back  41/2"  X  AVi",  Lantern  4^"  x  9" 
Wired  Keyless 
Clear  Crystal  Crackled  Glass 


OUTDOOR 

No.  2173 

Length  7",  Width  IIV2" 

Wired  Keyless 
Crystal  Frosted  Glass 

No.  2170 

Back  4V2"  X  4j4",  Lantern  6"  x  8" 
Wired  Keyless 
Crystal  Frosted  Glass 

Finish — Antique,  Copper  or  Black 


No.  2171 

Length  10”,  Width  6 
Wired  Keyless 
Crystal  Frosted  Glas! 

No.  2172 

Back  4V2"  X  4J/2",  Lantern  6J4"  x  7"  | 

Wired  Keyless  | 

Clear  Crystal  Glass  | 

No.  2215— Length  11",  Width  Syi’’ 
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me. 


RpDipriT  Lici-itipg  Tixture  Co. 


MANUFACTURERS  OF 


walker  5-7025-6-7 


95  MORTON  STREET-NEW  YORK  CITY 


The  net  prices  herein  set  forth  are  available  only  to  Radiant  Dis¬ 
tributors  who  maintain  displays  adequate  to  the  proper  service  of 
the  trade. 

Never  before  have  Radiant  Products  been  available  in  this  price 
range.  Only  the  economies  made  possible  by  volume  production  and 
sales  make  these  low  costs  possible.  It  is  therefor  reasonably  ex¬ 
pected  that  Radiant  Distributors  will  cooperate  by  ordering  STAND¬ 
ARD  PACKAGE  QUANTITIES  IN  FINISHES  SPECIFIED. 

Nhere  lesser  quantities  are  ordered  HANDLING  COSTS  are  correspond¬ 
ingly  increased  and  merchandise  must  be  billed  at  unit  prices. 

STANDARD  PACKAGES  have  deliberately  been  made  small  for  your  con¬ 
venience.  A  wide  range  of  STANDARD  FINISHES  are  available.  Your 
cooperation  will  result  in  perfect  service  and  complete  satisfaction. 


Less  Standard 

Than  Package  Standard 


Standard  Quantity  Package 


No.  Page  Quantity 

Of 

Price 

2180 

14 

1.50 

6 

1.35 

2181 

14 

1.50 

6 

1.35 

2181C 

14 

1.70 

6 

1.55 

2184 

4 

3.05 

3 

2.80 

2185 

4 

2.05 

6 

1.85 

2186 

8 

2.55 

3 

2.30 

2187 

12 

1.95 

6 

1.75 

2188 

9 

4.65 

3 

4.25 

2189 

9 

3.85 

3 

3.50 

2190 

12 

1.60 

6 

1.45 

2191 

16 

1.05 

6 

.95 

2192 

14 

1.30 

3 

1.20 

2192P 

14 

1.45 

3 

1.30 

2193 

15 

1.05 

4 

.95 

2193P 

15 

1.15 

4 

1.05 

2194 

15 

1.20 

6 

1.10 

2194C 

15 

1.45 

6 

1.30 

2195 

14 

.50 

12 

.45 

2195P 

14 

.60 

12 

.55 

2196 

15 

1.10 

6 

1.00 

2196c 

15 

1.30 

6 

1.20 

2197 

15 

1.30 

6 

1.20 

2197C 

15 

1.55 

6 

1.40 

2198 

15 

1.00 

4 

.90 

2198P 

15 

1.10 

4 

1.00 

2199 

12 

1.60 

6 

1.45 

2200 

11 

.50 

12 

.45 

2200P 

11 

.60 

12 

.55 

2201 

11 

.90 

6 

.80 

2201P 

11 

1.00 

6 

.90 

2202 

4 

2.70 

6 

2.45 

2203 

10 

4.65 

3 

4.25 

2204 

10 

5.75 

2 

5.25 

2205 

10 

8.25 

2 

7.50 

2206 

10 

1.95 

4 

1.75 

Less  Standard 


No. 

Page 

Than 

Standard 

Quantity 

Package 

Quantity 

Of 

standard 

Package 

Price 

2207 

10 

2.60 

2 

2.35 

2215 

16 

2.20 

3 

2.00 

10007 

11 

4.60 

3 

4.20 

14042 

13 

1.30 

3 

1.20 

14043 

13 

1.65 

3 

1.50 

14049 

13 

.90 

6 

• 

00 

0 

PRICE  LIST 


N«. 

I’aKC 

No. 

PaKt* 

I'ru'e- 

216 

15 

5.70 

2160 

5 

22.50 

S-216 

15 

6.45 

2161 

4 

20.25 

237 

15 

3.15 

2162 

4 

24.75 

S-237 

15 

3.90 

2163 

8 

11.85 

238 

15 

2.55 

2164 

8 

7.05 

238-K 

15 

2.40 

2165 

8 

5.25 

241 

15 

3.30 

2166 

9 

8.25 

241-K 

15 

3.15 

2167 

8 

7.20 

245 

15 

3.45 

2168 

9 

7.50 

245-K 

15 

3.30 

2169 

16 

5.25 

268 

14 

3.30 

2170 

16 

7.35 

268-P 

14 

3.60 

2171 

16 

6.00 

281 

14 

6.00 

2172 

16 

7.05 

798 

14 

3.15 

2173 

16 

7.80 

801 

14 

4.20 

2179 

9 

6.75 

802 

13 

6.75 

2180 

14 

4.05 

927 

11 

10.50 

2181 

14 

4.05 

S93 

993-P 

9 

9 

2.10 

2.40 

2181-C 

2184 

14 

4 

4.65 

8.25 

Price 

998 

9 

4.05 

2185 

4 

5.40 

.S23-2S 

\  1913 

11 

15.30 

2186 

8 

6.90 

■  ■  ■  25.50 

\  1914 

11 

16.20 

2187 

12 

5.25 

••■■  8.40 

\  1916 

12 

4.50 

2188 

9 

12.75 

2^®“*  ■■■'  5.55 

2185  • • • 

\  1918 

12 

4.50 

2189 

9 

10.50 

\  1954 

7 

3.00 

2190 

12 

4.35 

1959 

11 

8.85 

2191 

16 

2.85 

1996 

6 

14.55 

2192 

14 

3.60 

2000 

14 

3.00 

2192-P 

14 

3.90 

2000 -P 

14 

3.75 

2193 

15 

2.85 

2123 

13 

6.75 

2193-P 

15 

3.15 

2124 

13 

4.20 

2194 

15 

3.30 

2128 

14 

5.10 

2194-C 

15 

3.90 

2130 

14 

1.35 

1  2195 

14 

1.35 

2130-P 

14 

1.65 

1  2195-P 

14 

1.65 

2139 

3 

5.85 

2196 

15 

3.00 

2140 

3 

3.75 

2196-C 

1 5 

3.60 

2141 

3 

15.00 

2197 

15 

3.60 

C-2141 

3 

15.00 

2197-C 

15 

4.20 

2142 

3 

10.50 

2198 

15 

2.70 

C-2142 

3 

10.50 

2198-P 

15 

3.00 

2145 

12 

5.25 

2199 

12 

4.35 

2146 

2 

18.75 

2200 

11 

1.35 

2147 

2 

5.25 

2200-P 

11 

1.65 

2148 

2 

13.50 

2201 

11 

2.40 

2149 

2 

7.95 

2201-P 

11 

2.70 

2150 

5 

13.50 

2202 

4 

7.35 

2150 >2 

5 

18.00 

2203 

10 

12.75 

2151 

5 

3.60 

2204 

10 

15.75 

2151 <2 

5 

4.50 

2205 

10 

22.50 

2153 

7 

13.50 

2206 

10 

5.25 

21 53 >2 

6 

18.00 

2207 

10 

7.05 

2154 

7 

3.60 

2215 

16 

6.00 

2154 >2 

6 

4.50 

10007 

11 

12.60 

21.55 

7 

1 1.55 

14042 

13 

3.60 

2155 >2 

6 

14.55 

14043 

13 

4.50 

2159 

5 

10.50 

14049 

13 

2.40 

2159' 2 

5 

13.20 
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